OLY’ 
0 GQ SALE 

2 PRICE 
Olympia 3% Vise For 


light duty. Locking 
swivel base. 13-011 


1 3.9 Reg. 15.99 


Olympia 4% Vise 
180 degree locking 
swivel base. 13-012 


39 SAVE 10.00 
ra Reg. 49.99 
Olympia 6" Vise 


Heavy duty. Locking 
swivel base. 13-016 


